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SECRET. 


; 3 December 1980 
NOTE FOR: 


25X1A 
Attached is a list of quipment that 
was furnished durin - A small amount of this 
equipment has been returned. 25X1A 


Would you check and see which equipment you have, make the ; 
appropriate notation on the list and return same to me. [| 25X1A 


If any o ipment is not functioning properly please 
ee eee I will pick it up and I will get 
it either repaired or replaced. [| 25X1A 


25X1A 


Give my best to your family 


Thanks again. | | 


Attachment 


25X1 
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